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15 Jun* 1956 


t'-^JORAKTiUM yOH: Space, Malntananca and Facllitiaa Br 
Real Satata A Conatraction DlTiaioa 


stJBJjilcrr: InataHaant of Hear Projection Screen 


25X1 


1 Reoueet the hear Projection Screen located In Hoon 5^. 
1717 h’ Street KK, be Ina tailed In a alldlnc panel fraice located 

within the aame area. 
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